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The Scio Bank, 

Hogue & Donaldson. 

Scio, Ohio, 

November 28, 1894 

Director U.S. Mint 
Philadelphia, Pa. 

Dear Sir. 

If we deposit $1000.00 gold coin with the Asst. Treas. U.S. New York City and send you 
his receipt will you express us (2000) two thousand Columbian half dollars (ie exchange at par) 
we to pay all transportation charges. 

If you will not do this kindly inform us on what terms you will make the exchange and 

oblige. 


Yours Respectfully, 

Hogue & Donaldson Bankers 



